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Message Text 

UNCLASSIFIED 

PAGE 01 PARIS 00773 101857Z 
ACTION EUR- 12 

INFO OCT-01 ISO-OO DOE- 11 SOE-02 CIAE-00 DODE-OO PM-05 
H-02 INR-07 L-03 NSAE-00 NSC-05 PA-02 PRS-01 
SP-02 SS-15 USIA-15 TRSE-00 EB-08 ACDA-12 HA-05 
IO-14 SSM-05 CCO-OO COME-OO /127W 

107943 110427Z/75 

R 101848Z JAN 78 
FM AMEMBASSY PARIS 
TO SECSTATE WASHDC 4085 

UNCLAS PARIS 00773 

E.O. 11652: N/A 
TAGS: FR, ENRG 

SUBJ: PRESIDENT GISCARD COMMENTS ON U.S. ENERGY 
PROBLEM 

REF: PARIS 00423 

1 . AT PRESIDENT GISCARD'S PRESS CONFERENCE JANUARY 6 
REPORTED REFTEL GISCARD'S REFERENCE TO ENERGY WAS THAT 
HE HAD TOLD PRESIDENT CARTER OF HIS CONCERN ABOUT THE 
INCREASING HIGH LEVEL OF OIL IMPORTS BY THE U.S. HE 
HOPED THE UNITED STATES WOULD SOON BE ABLE TO MAKE 
PROGRESS IN DEALING WITH THIS PROBLEM. THERE WERE NO 
QUESTIONS ON ENERGY AND GISCARD'S REMARKS WERE 
VOLUNTEERED WHILE RESPONDING TO A QUESTION ON ANOTHER 
SUBJECT. 

HARTMAN 


UNCLASSIFIED 


NNN 


Sheryl P. Walter Declassified/Released US Department of State EO Systematic Review 20 Mar 2014 



Sheryl P. Walter Declassified/Released US Department of State EO Systematic Review 20 Mar 2014 


Message Attributes 


Automatic Decaptioning: X 

Capture Date: 01 jan 1994 

Channel Indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: PRESIDENT 

Control Number: n/a 

Copy: SINGLE 

Draft Date: 10 jan 1978 

Decaption Date: 01 jan 1960 

Decaption Note: 

Disposition Action: n/a 
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Errors: N/A 

Expiration: 
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Handling Restrictions: n/a 
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Legacy Key: Iink1978/newtext/t1 97801 80/aaaacpzd.tel 
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